October  Loth,  1913 


Dr.  F rwin  KohlT&nn., 

1C9  Poxtorough  Street  West, 
Toronto. 


Dear  Sir: 

7  have  your  letter  of  aDplication  for  a  position  on  the 
gtaff  of  the  Engineer ing  Faculty  of  the  university  in  the  Department 
of  Sanitary  Science.  7  will  keen  your  reauest  by  me  and  discuss  it 
with  the  Dean  and  others.  . 

Yours  sincerely,, 


F  resident . 


